
Preventative Maintenance 
Preventative Maintenance Agreements From Rush Plumbing 

Just like a car, your plumbing system needs service and regular checkups to run efficiently and avoid 
unnecessary breakdowns. A Preventative Maintenance Agreement from Rush Plumbing, Inc. ensures 
routinely scheduled preventative maintenance of all your plumbing systems. This helps protect your 
family from the unexpected and sometimes costly expenses from breakdowns. Preventative 
maintenance agreements are designed to keep your systems running at maximum efficiency. This 
results in lower energy costs and water usage, as well as improved comfort, safety and convenience for 
your family. At Rush Plumbing, Inc., it's our main goal to provide your family with uninterrupted 
comfort and system efficiency. 

Affiliations & Charities 
Rush Plumbing, Inc. - Affiliations <& Charities 

It is our goal to give back to our community and industry affiliations as much as they have given to us. 
We are proud of our community and strive to continually provide the best service possible. We have 
served Seattle Businesses and Residences with award -winning services for over 20 years and pride 
ourselves on our strong commitment to our customers and community. We offer senior and military 
discounts to the people who matter most to our community and fight to keep it safe and free. 

Repiping and Pipe Repair 

Re -piping and pipe replacement usually involve complete replacement of the water distribution system 
in your home. All the pipes, pipe fittings, stop valves and supply lines are replaced with more modern 
pipe options. This process usually takes around 3 days and water is available during the entire process 
with the exception of a few hours on the last day. This ensures as little interruption to your day as 

possible. 

Why Re -Pipe? 

There are many reasons why you may decide re-piping is the right option for you, depending on the type 
of pipes you currently have. Many homes have galvanized or polybutilene plumbing which are 
susceptible to clogs, leaks and breaks. Many of these issues are due simply to corrosion. 



Drain Cleaning & Repair 



Drain cleaning service is necessary to call for when you have a seriously clogged drain, but did you 
know we also install them? We understand part of solving the problem of a clogged drain may involve 
drain replacement or pipe replacement. Our drain cleaning services prevent those annoying clogged 
drain problems from recurring in the future. Areas where drain stoppages can frequently occur are in 
the fixture trap, in the main drain, in the sharp bends and direction changes of the sub drain pipelines, 
and even in the sewer line. It takes a qualified technician to find the source of the problem, but our local 
professional plumbers have worked in the area and know where to look for the source of the clogged 
drain. Even if the problem goes all the way to the sewer line, they will find it and unclog the drain in the 
shortest time possible. 



Water Heaters 



Save time and save money on water heater repair or water heater installation. 
Water heater repair or water heater installation can become one of those things 
you put off for as long as possible before taking action. Water heaters go for such 
an extended period of time without any problems, and they are generally taken for 
granted. However, the sooner you call Rush Plumbing, Inc., the more time and 
money we can save you when it comes to your water heater service needs. This is 
because we have up front, honest pricing and expert knowledge. Rush Plumbing, 
Inc. offers fast service on all major brands and types of water heaters, like gas, electric, and power vent. 




Contact Us 

Rush Plumbing, Inc. 
1259 SW Orchard St. 
Seattle , WA , 98106 
206-659-2241 

http : / /rushplumbingseattle .com 



